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E.O. 11652: N/A 
TAGS:TGEN, US, UR 

SUBJECT: S&T: ELECTROMETALLURGY: WELDING MATERIALS (01.0304) 
REF: MOSCOW 1679 

1 . AT JUNE 1975 MEETING OF JOINT WORKING GROUP AGREEMENT 
REACHED FOR EXCHANGE OF MATERIALS ON WHICH TESTS TO BE 
CARRIED OUT. AS YET NO MATERIALS HAVE BEEN EXCHANGED. 

SOVIET SIDE HAS INDICATED NO SHIPMENT WILL BE MADE UNTIL 
WORD RECEIVED ON US SHIPMENT. IMPRACTICAL TO SCHEDULE 
VISIT UNTIL SUCH EXCHANGE EFFECTED. 

2. PLEASE INFORM GLEBOV THAT US SIDE: (A) BELIEVE PRO- 
DUCTIVE PROGRAM CANNOT BE ARRANGED UNTIL AN EXCHANGE OF 
STEEL SAMPLES AND WELDING MATERIALS HAS BEEN ACCOMPLISHED 
IN ACCORDANCE WITH APPENDIX 4 OF JUNE 13, 1975 PROTOCOL OF 
THIRD SESSION OF JOINT WORKING GROUP; (B) HOPES TO SHIP 

FOUR STEEL SAMPLES BY MID-MARCH AND WOULD APPRECIATE 
LEARNING WHEN SOVIET SAMPLES MAY BE RECEIVED; (C) SUGGESTS 
VISIT BE DELAYED UNTIL LATTER HALF OF 1976 TO PERMIT ADE- 
QUATE TIME FOR EACH SIDE TO CONDUCT THE TESTS AND INVESTI 
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